THE GREAT PYRAMID was built as the tomb of one of the greatest of the Pharaohs,
Khufu or Cheops. Dimly, in the side nearest to us, we can see the opening that leads into
the small chambers within which the ruler and his queen were entombed. The Great Pyramid
is an impressive sight, whether seen by moonlight or by daylight, at dawn or, as here, at sunset.